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It may be necessary to place a smooth piece of board upon the face of the veneer, from the Riser or wedges at A, to the radius c- of the first quadrant, that the veneer may adhere to the Block; then taking a hand-screw and placing it across the Block at x v, to press the board against the veneer, and letting it remain until it becomes perfectly dry.
To draw the curtail step.
The diagram at N, fig. 2, shows the projection of the nosing, and the outer dotted line its continuation around the convex side to the concave, to I n, at the second riser, where the return of the nosing is round the end of the bracket; which gives the form and size of the curtail step.